ARREST 


HBID ARREST NUMBER: 


DEFENDANT(S) NAME DOB ARREST CODE DATE TIME 

MCFARTHING, 11-19-49 41.18 (d) LAMC 01-11-12 1020 

RICHARD BURNETTE BLOCKING THE HRS. 
SIDEWALK 


AR # 12-0040 
OFFICER 1: ISLAS,G.#128 
OFFICER 2: GUERRA, M. #119 


SOURCE OF ACTIVITY: 

The above officers were working as contracted, uniformed security officers for 
the Hollywood /Sunset Business Improvement District / Andrews International, 
6801 Hollywood Blvd, Suite #169, Los Angeles, Ca 90028 - (323) 465-0122. 


OBSERVATION: 

WHILE ON ROUTINE PATROL IN THE 6300 BLOCK OF HOLLYWOOD 
BLVD. OFCRS OBSERVED THE DEFT SLEEPING ON THE SIDEWALK IN 
FRONT OF 6385 HOLLYWOOD BLVD. OFCRS APPROACHED THE DEFT. 
AT 0705 HRS AND ADVISED HIM IT WAS TIME TO WAKE UP AND 
RELOCATE. 


OFCRS RETURNED AT 0840 AND FOUND THE DEFT. STILL ASLEEP IN 
THE SAME LOCATION AND AGAIN OFCRS ADVISED HIM IT WAS TIME TO 
WAKE UP AND RELOCATE. OFCRS SUGGESTED TO THE DEFT. THAT HE 
COULD SIT ON BUS BENCH AND SLEEP THERE. 


OFCRS RETURNED AT 1020 HOURS AND FOUND THE DEFT. ASLEEP IN 
THE SAME LOCATION AND HIS SUITCASE AND 2 ADDITIONAL BAGS 
WERE SPREAD ACROSS THE SIDEWALK. DEFT. HAD ALSO URINATED ON 
HIMSELF AND ON THE SIDEWALK. 


OFCRS OBSERVED SEVERAL TOURIST WALKING ON THE SIDEWALK 
HAVE TO CHANGE THERE DIRECTION OF TRAVEL AND WALK ALONG THE 
CURB EDGE TO AVOID STEPPING ON HIM AND HIS BELONGING. 


OFCRS APPROACHED THE DEFT. AND ADVISED HIM HE WAS UNDER 
PRIVATE PERSONS ARREST(POWERS GRANTED UNDER THE AUTHORITY 
OF 837 PC) FOR 41.18 (d) LAMC BLOCKING THE SIDEWALK AND CITED 
AT THE SCENE BY LAPD UNIT 6A15 (TOVAR/FERNANDEZ) 


ARREST: 
DEFT. ARRESTED FOR 41.18 (d) LAMC BLOCKING THE SIDEWALK. 


ARREST 


ADDITIONAL: 


DEFT. HAS SEVERAL ARREST WITH BID PATROL ON 11-11-11 FOR 41.27 
© LAMC DRINKING IN PUBLIC AND 41.18 (d) LAMC BLOCKING THE 
SIDEWALK ON 11-10-11 


BOOKING: 
RFC’D A97454/ BOOKED BY LAPD OFFICER 6A15 (TOVAR/FERNANDEZ), 
WITH THE APPROVAL OF W/C LT. PARDO. 


EVIDENCE: 
NONE. 


PICTURE(S): 
Photo attached 


INJURY AND MEDICAL TREATMENT: 
WE OBSERVED NO INJURIES AND NONE WERE COMPLAINED OF. 


